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BRIEFING NOTE TO THE MINISTER OF INFRASTRUCTURE AND COMMUNITIES 


GORDIE HOWE INTERNATIONAL BRIDGE- COVID-19 PROJECT UPDATE 


(For Information) 


PURPOSE 


To provide you with an update on Windsor Detroit Bridge Authority's (WDBA) response 
o COVID-19} 


SUMMARY 
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PROTECTED B 


RECOMMENDATIONS/NEXT STEP(S) 


Kelly Gillis Date 
Deputy Minister 
Infrastructure and Communities 


Attachments: 


Annex A - WDBA Project Update, Additional Information 
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WDBA / APWD 


To: Minister of Infrastructure and Communities 
Subject: Project Update, Additional Information 
Date: April 8, 2020 
Author: Windsor-Detroit Bridge Authority 


Executive Summary/Key Points 


e Further to the note dated April 7, 2020, Windsor-Detroit Bridge Authority (WDBA) and their 


Board of Directors met on April 8, 2020. 
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Approvals 


Bryce Phillips 
Chief Executive Officer 
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